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Vacuum cleaners, laboratory use of, 181
Vacuum desiccators, 87
Vacuum pumps, 182
Vacuum work, 86

Variable autotransformers, use with heat-
ing devices, 187
Velometers
suppliers of, 210
use of, 196

Vendor-supplied compressed gases, 89
Ventilation (see general laboratory ven-
tilation)

energy cost of, 12, 193
Ventilation  monitoring equipment,  sup-
pliers of, 210

Ventilation systems, maintenance of, 209
Venting

after vacuum distillations, 71, 88
of compressed gas cylinders, 243
Vinyl chloride, 34, 37

Safety Data Sheet for, 150
Vinyl compounds, peroxide formation in,

64

Vinylidene compounds, peroxide forma-
tion in, 64

Vision, protection of (see eye protection)
Voluntary safety programs, 6

297

Warning signs and labels, 22, 27
Waste disposal, frequency of, 14, 232
Waste-facility standards, 241
Waste materials, disposal of, 240
Waste solvents, disposal of, 232
Waste substances, disposal of, recommen-
dations for, 14
Wastes, storage of, 14, 232
Water aspirators, 86
Water fogs, 164

Water for extinguishing fires, 163, 164
Water-pressure variations, 28
Water-sensitive chemicals, storage of, 221
Water supply, loss of, 175
Wiring, electrical, 179
diagram of, 181
to equipment, 180
with variable autotransformer, 187
Working alone, 28
Working with substances of known high

chronic toxicity, 47

Working  with  substances  of moderate
chronic or high acute toxicity, 39

Zinc, 117
Zinc dust, 62
Zirconium, 119

Warm rooms, 209
emergencies in, 172